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Message Text 



UNCLASSIFIED 

PAGE 01 MEXICA 00003 051335 Z 
45 

ACTION ARA-17 

INFO OCT-01 ADP-00 EB-11 COME-OO OPIC-12 SCEM-02 TRSE-00 

INT-08 CIAE-00 DODE-OO INR-10 NSAE-00 PA-03 RSC-01 

USIA-12 PRS-01 AID-20 IGA-02 FPC-01 RSR-01 /102 W 

1 16709 

R 042440 Z APR 73 
FM AMCONSUL MEXICALI 
TO SECSTATE WASHDC 165 
INFO AMEMBASSY MEXICO 

UNCLAS MEXICALI 0003 

E. 0.11652: N/A 
TAGS: TGEN, ENRG. MX 

SUB J : INAGURATION OF CERRO PRIETO GEEOTHERMAL ELECTRIC PLANT 

1 . AT NOON TODAY LIC MILTON CASTELLANOS, GOVERNOR OF BAJA 
CALIFORNIA AND LIC JOSE LOPEZ PORTILLO, DIRECTOR GENERAL OF 
THE MEXICAN FEDERAL COMISION OF ELECTRICITY OFFICIALLY 
INAUGURATED AT THE CERRO PRIETO GEOTHERMAL ELECTRIC PLANT LOCATED 
SOUTH OF MEXICALI. 

2. PLACED IN SERVICES WAS ONE GENERATOR WITH A CAPACITY OF 
37,500 KILOWATTS. A SECOND GENERATOR WITH LIKE CAPACITY WILL 
BE OPERATIONAL REPORTEDLY WITHIN A MONTH AT WHICH TIME THE 
PROGRAMMED FIRST PHASE OF OPERATIONS WILL BE COMPLETED. 

3. THE DEDICATION CEREMONY WAS ATTENDED BY SEVERAL MEXICAN 
GOVERNMENT OFFICIALS OF SUB- CABINET RANK, A DELEGATION FROM 
THE MEXICAN CONGRESS AND A LARGE NUMBER OF INTERESTED 
AMERICAN OBSERVERS ICLUDING OFFICIALS FROM STATES OF WASHINGTON, 
CALIFORNIA AND ARIZONA. 

4. ADDITIONAL DETAILS WILL BE FORWARDED BY AIR POUCH. 

GOF. I. Z 
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